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FOREWORD 


This Indian Standard (Second Revision) has been adopted by the Bureau of Indian Standards after the draft is 
finalized by the Sports Goods Sectional Committee had been approved by the Production and General Engineering 
Division Council. 


This standard was first published in 1966 and was subsequently revised in 1985. The first revision was taken up 
to incorporate certain modifications brought to the notice of the sectional committee while implementing the 
Indian Standard. 


The second revision of this standard has been brought out to keep pace with the latest technological developments 
and international practices. In this revision, the following major changes have been made: 


a) Material and dimension specifications have been updated; and 
b) Based on the timber used for manufacturing, the stumps and bails are classified into three different 
categories. 


The composition of the Committee, responsible for the formulation of this standard is listed in Annex B. 
For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, 


observed or calculated expressing the result of a test or analysis, shall be rounded off in accordance with 
IS 2 : 2022 ‘Rules for rounding off numerical values (second revision)’. 
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Indian Standard 
CRICKET STUMPS AND BAILS—SPECIFICATION 


( Second Revision ) 


1 SCOPE 


This standard covers the requirements for stumps 
and bails used in the game of cricket. 


2 GRADE 


Based on the timber used for manufacturing, the 
cricket stumps and bails are classified into the 
following grades: 


a) Grade 1 — made of Ash wood 
b) Grade 2 — made of Eucalyptus wood 
c) Grade 3 — made of Mango or Arjun wood 


The above grades can be manufactured in two sizes 
as given below: 


a) Adult-size cricket stumps and bails 
b) Junior-size cricket stumps and bails 


3. REQUIREMENTS 

3.1 Shape and Dimension 

The shape and dimension of cricket stumps and bails 
shall be as shown in Fig. 1. Where shape and 


dimensions are not specified, they are left to the 
discretion of the manufacturer. 


3.2 Materials 


The timber used for the manufacture of stumps and 
bails shall be well seasoned, straight grained (slope 
of grain shall not to exceed 1 in 15) with none or 
minimal knots depending on grade, warping, and 
other defects. The moisture content shall be between 
10 percent to 14 percent. 


Trade Name Botanical Name 
Ash Fraxinus 
Eucalyptus Eucalyptus globulus 
Mango Wood Mangifera indica 
Arjun Wood Terminalia arjuna 


4 WORKMANSHIP AND FINISH 


4.1 Each stump and bail shall be straight one piece 
and shall not have any joints. The top and the conical 
end of the stump shall not be covered with a metallic 
cap. The groove for bail shall be neatly made. 


4.2 There shall be no tool marks on the surface of 
the stumps and the bails. The surfaces shall be 
finished smooth. The stumps shall be given a 
protective coat of good grade of clear or coloured 
finish or both. The varnished surface shall be 
smooth, uniform and hard and shall be free from 
bubbles and tackiness. The varnished surface shall 
not peel off. 
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Adult size stumps and bails sets 
Å 


[ \ 
A, mm Tolerance, B,mm Tolerance, 


Junior size stumps and bails sets 
h 


[ | 
A, mm Tolerance, B,mm Tolerance, 


mm mm mm mm 
711 +3 109.5 +2 685.8 +3 96.8 +2 


(All dimensions in millimetres) 


FIG. 1 DETAILS OF STUMP AND BAIL 


5 TEST 


5.1 Support the stump at its two ends with its axis 
horizontal, place a weight of 20 kg on its middle 
point suitably, then lift the weight through 100 mm 
and drop. This shall be done 5 times, and the stump 
shall not show any failure or damage at the end of 
the test. 


5.2 The stumps shall be straight. The maximum 
warp shall not be more than 2 mm across the entire 
length. 


6 SAMPLING 


Sampling and criteria for acceptance for stumps and 
bails shall be as agreed to between the purchaser and 
the supplier. A recommended scheme for the same 
is given in Annex A. 


7 PACKING AND MARKING 
7.1 Packing 


The stumps and bails shall be suitably packed as 
agreed to between the purchaser and the supplier. 


7.2 Marking 


7.2.1 Each stump shall be embossed, printed, or 
stickered with the following: 


a) Initials or recognized trade-mark of the 
manufacturer towards the top end. 

b) Month and year of manufacturing; and 

c) Grade of stamps and bails. 


7.2.2 BIS Certification Marking 


The product(s) conforming to the requirements of 
this standard may be certified as per the conformity 
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assessment schemes under the provisions of the 
Bureau of Indian Standards Act, 2016 and the Rules 
and Regulations framed thereunder, and the 
product(s) may be marked with the standard mark. 


IS 6621 : 2023 


ANNEX A 
(Clause 6) 


RECOMMENDED SAMPLING SCHEME AND CRITERIA FOR CONFORMITY FOR CRICKET 
STUMPS AND BAILS 


A-1 LOT 


A-1.1 In any consignment, all the cricket stumps 
and bails of one grade and manufactured from the 
same raw materials shall be grouped together to 
constitute a lot. 


A-1.2 Each lot shall be tested separately to 
ascertain its conformity to the requirements of this 
standard. 


A-2 SELECTION OF SAMPLES 


The number of cricket stumps and bails to be 
selected at random for inspection from each lot 
shall be in accordance with col 2 and 3 of Table 1. 


A-3 NUMBER OF TESTS AND CRITERIA 
FOR CONFORMITY 


Each stump and bail selected in accordance with A- 
2 and Table 1 shall be examined for materials of 
construction, length & dimensions. The lot shall be 
declared as conforming to the requirements of this 
standard if the number of defective stumps and bails 
with respect to any one or more of the requirements 
does not exceed the corresponding permissible 
number given in col 4 of Table 1. 


Table 1 Sample Size and Criteria for Conformity 
(Clauses A-2 and A-3) 


SI No. Lot size 


Samples Size Permissible Number of Minor 


(Number of Stumps and (Number of Stumps and Bails to Defective stumps and Bails 


Bails in Each Lot) be Selected) 
a) (2) (3) (4) 
i) Up to 25 3 0 
ii) 26 to 50 3 1 
iii) 51 to 100 8 2 
iv) 101 to 150 13 2 
v) 151 to 300 20 3 
vi) 301 to 500 32 3 
vii) 501 and above 50 4 


ANNEX B 
(Foreword) 
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Bureau of Indian Standards 


BIS is a statutory institution established under the Bureau of Indian Standards Act, 2016 to promote harmonious 
development of the activities of standardization, marking and quality certification of goods and attending to 
connected matters in the country. 


Copyright 


BIS has the copyright of all its publications. No part of these publications may be reproduced in any form without 
the prior permission in writing of BIS. This does not preclude the free use, in the course of implementing the 
standard, of necessary details, such as symbols and sizes, type or grade designations. Enquiries relating to 
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Review of Indian Standards 
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